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Message Text 


UNCLASSIFIED 

PAGE 01 GUATEM 01477 201940Z 

10 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

022960 

R 201804Z MAR 75 
FM AMEMBASSY GUATEMALA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6202 

UNCLAS GUATEMALA 1477 

E.O. 11652: N/A 
TAGS: BEXP, GT 

SUBJECT: PRIVATE TRADE OPPORTUNITY 

1. 205/0 1/P0041 

2. 032075 

3. E. CASTRO 

4. 205 GUATEMALA 

5.1 AR 

6. A. REPLY TO - 

B. FELIX R. MONTES, GENERAL MANAGER 

C. FELIX MONTES & CIA. S.A. - FEMCO 
8A. CALLE 3-38, ZONA 1 
GUATEMALA CITY, GUATEMALA 

7. TELS. 20136, 25441; CALBES: FEMONTES; TELEX: 4195 FEMCO GU 

8. BERKLEY PUMP CO., BERKLEY CALIF; KOHLER PUMP CO. KOHLER, 
WISCONSIN, CRANE COM, INT'L NEW YORK. 

9. 102 

10. DESCRIPTION 
3563135-0000 
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TWO PORTABLE USED, BUT IN GOOD WORKING CONDITION, AIR 
COMPRESSORS. SPECIFICATIONS: 600 CFM AT 100 PSI; 

DIESEL ENGINE POWERED. VALUE UNKNOWN. 

3317611-0000 

STANDARD LIGHWEIGHT STEEL PIPE NEW OR USED FOR USE IN 
COMPRESSED AIR INSTALLATION AT 150 PSI AND WITH SPEED 
COUPLERS AT SECTION ENDS. IN THE FOLLOWING AMOUNT 
AND SIZES: 

FEET INCHES DIAMETER 

25.000 8 

20.000 6 

20.000 5 

10.000 4 

50.000 3 
VALUE UNKNOWN. 

3354251-0000 

STANDARD EXTRUDED ALUMINUM PIPE NEW OR USED TO BE USED 
IN COMPRESSED AIR INSTALLATION AT 150 PSI AND WITH SPEED 
COUPLERS AT SECTION ENDS. IN THE FOLLOWING AMOUNT AND SIZES: 
FEET INCHES DIAMETER 

25.000 8 

20.000 6 

20.000 5 

10.000 4 

50.000 3 
VALUE UNKNOWN. 

3354253-0000 

48 INCHES I.D. STANDARD DRAWN ALUMINUM TUBE NEW OR 
USED IN GOOD CONDITION TO BE USED IN VENTILATION SYSTEM 
AT 150 PSI AND WITH SPOED COUPLERS AT SECTION ENDS. 

AMOUNT: 25,000 FEET. VALUE UNKNOWN. 

3079195-0000 

48 INCHES I.S. STANDARD BVC TUBE NEW OR USED IN GOOD 
CONDITION TO BE USED IN VENTILATION SYSTEM AT 50 PSI AND 
WITH SPEED COUPLERS AT SECTION ENDS. AMOUNT: 25,000 
FEET. VALUE UNKNOWN. 
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FEMCO IS ONE OF THE LEADING PUMPS. VALVES, COMPRESSORS 
AND RELATED EQUIPMENT DEALERS IN GUATEMALA, WITH SUF- 
FICIENT STOCKS AND A WELL ORGANIZED SALED FORCE. LOCAL 
CREDIT SOURCES CONSIDER THE FIRM GOOD FOR TRADE COMMIT- 
MENTS. QUOTATIONS. PAYMENT CONDITIONS AND DELIVERY TIME 
APPRECIATED. 

MELOY 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975GUATEM01477 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750098-1089 
From: GUATEMALA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750333/aaaabdmn.tel 

Line Count: 115 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: woolflhd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 JUN 2003 by JonesKG>; APPROVED <07 JAN 2004 by woolflhd> 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BEXP, GT 
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Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



